UNIT  LOG 

1.  incident  Name  2.  Date  Prepared 

Gold  King  Mine  Spill  R6  8-9-2015 

3.  Time  Prepared 

1500 

4.  Unit  Name/Designators 

Safety  Officer 

5.  Unit  Leader  (Name  and  Position) 
Kenneth  Shewmake 

6.  Operational  Period 
0800-1630 

Name 

ICS  Position 

Home  Base 

Kenneth  Shewmake 

Safety  officer 

Dallas 

\o.  Activity  Log 

Time 

Major  Events 

0800 

Arrived  at  COOP 

0815 

Attended  command  and  general  staff  meeting. 

0845 

Prepare  HASP 

1600 

Sign  out 

9.  Prepared  by  (Name  and  Position) 

Kenneth  Shewmake,  Safety  Officer 


4003091 
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